142    DOCKETED ITEMS

9109240033 Ack receipt of 910828 Itr in response to NRC 910729 NOV re insp repts
50-445/91-29 & 50-446/91-29.

BEACH.A.B. Region 4 (Post 820201). 91/09/13. CAHILL.WJ. Texas Utilities Electric
Co. (TU Electric). 3pp. 59172:096-59172:101.

9109110056 NRC Info Notice 91-055, "Failures Caused by improperly Adjusted Test
Unk in 4.16 KV GE Switchgear." Svc list end.

ROSSI.C.E. Division of Ctoerational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109240204 Forwards insp repts 50-445/91-44 & 50-446/91-44 on 910826-29. No viola-
tions or deviations noted.

BEACH.A.B. Region 4 (Post 820201). 91/09/20. CAHILL.WJ. Texas Utilities Electric
Co. (TU Electric). 3pp. 59183:080-59183:086.

-9109240207 Insp repts 50-445/91-44 & 50-446/91-44 on 910826-29.NO violations
noted.Major areas inspectedrlicensee implementation of unit 2 preoperational test pro-

SEIDlE,W.C. Region 4 (Post 820201). 91/09/13.4pp. 59183:083-59183:086.

9109300005 Forwards insp repts 50-445/91-40 & 50-446/91-40 on 910819- 22.Violation
noted but not cited.

BEACH.A.B. Region 4 (Post 820201). 91/09/24. CAHILL.WJ. Texas Utilities Electric
Co. (TU Electric). 3pp. 59224:055-59224:061.

-9109300006 Insp repts 50-445/91-40 & 50-446/91-40 on 910819-22.Noncited viola-
tions  noted.Major  areas  inspected:observation  of  reactor  coolant  piping   work
acttvfties.No insp of unit 1 conducted.
BARNES,!. Region 4 (Post 820201). 91/09/18. 4pp. 59224:058-59224:061.

R. Periodic operating reports & related correspondence

9100040420 "Semiannual Radioactive Effluent Release Rept Jan-June 1991." W/
910829 Itr.

CAHILL.WJ., WOOD.A.R., KAY.D.C. Texas Utilities Electric Co. fTU Electric). 91/06/
30. 45pp. 58995:261-58995:282.

9109190163 Monthly operating rept for Aug 1991 for Comanche Peak Steam Electric
Station.Unit 1.W/910913 Itr.

THATCHER,G., CAHILL.W.J., WALKER.R.D. Texas Utilities Electric Co. (TU Electric).
91/08/31. 5pp. 59167:118-59167:122.

jrrences, LERs & related correspondence

S. Reportabte <

9109180130 Responds to Allegation Number 4-91-A-0062 re cause of 910702 event
where nonradioactive condensate water spilled in turbine bldg.per 910726 Itr.
CAHILL.WJ. Texas Utilities Electric Co. (TU Electric). 91/09/12. Document Control
Branch (Document Control Desk). 2pp. 59145:326-59145:327.

DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2

A. Application/construction stage documents & correspondence

9109030047 Requests that all documents from Citizens Assoc for Sound Energy be in-
corporated as support for 910405 petition by Citizens for Fair Utility Regulation on se-
riousness of hazard waste dumps on environ & safe operation of plant.
BRINK.B. Citizens for Fair Utility Regulation. 91/08/18. Office of Nuclear Reactor
Regulation, Director (Post 870411). 1p. 58926:355-58926:355.

9109100425 Ack receipt of 910730 Itr on behalf of National Whistleblower Ctr & confi-
dential allegers requesting that NRC hold hearings to determine if licensee made matl
false statements.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/
28. KOHN.M.D. Kohn. Kohn & Colapinto, P.C. (formerly Kohn & Associates). 3pp.
59056:273-59056:299.                                                                     ;

-9109100430 Receipt of petition for directors decision under 10CFR2.206.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/
28. 2pp. 59056:276-59056:277.

-9109100432 Requests that NRC determine which high-level managers were responsi-
ble for submitting matl false statements to ASLB & NRC & ban these individuals from
CPSES & all other licensed nuclear facilities.

KOHN.M.D. Kohn, Kohn & Colapinto, P.C. (formerly Kohn & Associates). 91/07/30.
SELIN.I. Commissioners (Post 750119). TAYLOR.J.M. Ofc of the Executive Director
for Operations. 20pp. 59056:278-59056:299.

9109180018 Informs that on 910903 LJ Callan assumed duties of Director, Div of Radi-
ation Safety & Safeguards.S Collins assumed duties of Director.Div of Reactor Safety
& AB Beach will become Director.Div of Reactor Projects.

MARTIN.R.D. Region 4 (Post 820201). 91/09/10. CAHILL,WJ. Texas Utilities Electric
Co. (TU Electric). 2pp. 59117:050-59117:051.

9109200107 Notification of contract execution.task order 10,mod 1 to, "Review of
RETRAN Computer Codes & Confirmatory Licensing Calculations Associated w/
Safety Analyses." Contractorrlntl Technical Svcs.lnc,

DUBOSE.BJ. Division of Contracts & Property Management (Post 890205). NRC-03-
90-027. 91/09/12. SCHWINK.W.S. Program Management, Policy Development &
Analysis Staff (Post 870411). GILL.A. NRC - No Detailed Affiliation Given. 1p.
59171:024-59171:029.

-9109200115 Ltr contract NRC-03-90-027,Task Order 10,Mod 1 to, "Review of Coman-
che Peak Core Thermal Hydraulic Methodology Using VIPRE-01," extending expiration
date from 911031 to 911231 at no addl cost or obligation to govt
SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1318. 91/09/09.
KOMORIYA.H. International Technical Services, Inc. 5pp. 59171:025-59171:029.

9109200240 Forwards Rev 0 to Calculation 0218-SQ-0030, "Liner Attachment Welds
Serviceability," in response to NRC request for addl info re 900115 FSAR Change Re-
quest 89-587,invoMng adding exception to Section 5523.1 of ASME-ACI 359 docu-
ment

CAHILL.WJ. Texas Utilities Electric Co. (TU Electric). 91/09/17. Document Control
Branch (Document Control Desk). 1 p. 59170:085-59170:219.

-9109200244 "Liner Attachment Welds Serviceability."

RATIU.M., MANI.V., ABOU-JAOUDE.C. ASEA Brown Boveri, Inc. 0218-SQ-0030 ROO.
91/05/08. 100pp. 59170:086-59170:219.

9109300215 Summary of 910822 meeting w/util re reload analysis methodologies used
by licensee for large & small break LOCA topical repts.

BERGMAN.T.A. Project Directorate IV-2. 91/09/17. Project Directorate IV-2. 4pp.
59257:119-59257:122.

9109270185 Discusses facility design verification program.Assures that consistent un-
derstanding continues to exist between util & NRC re design verification actvities.
CAHILL.WJ. Texas Utilities Electric Co. (TU Electric). 91/09/20. Document Control
Branch (Document Control Desk). 2pp. 59243:001-59243:002.

F. Security, medical, emergency & fire protection plans

9109170307 Revised EPIPs,including Rev 8 to EPP-208, "Access Control During Emer-
gencies" & Rev 6 to EPP-303, 'Micro-Computer Based,Emergency Dose Assess-
ment." W/910911 Itr.

WOODLAN.D.R., CAHILL.WJ. Texas Utilities Electric Co. (TU Electric). 91/09/11.
22pp. 59135:322-59135:343.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNtNGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109050111 Responds to NRC 910729 Itr re violations noted in insp repts 50-445/91-29
& 50-446/91-29 on 910605-0716.Corrective actions:three TUE forms in question re-
opened by initiation of new TUE form.

CAHILL.WJ. Texas Utilities Electric Co. (TU Electric). 91/08/28. Document Control
Branch (Document Control Desk). 3pp. 58999:180-58999:182.

9109100228 Informs of revised schedule for installation of drains & vents in AFW sys
per Insp Repts 50-445/90-03 & 50-446/90-03.

CAHILL.WJ. Texas Utilities Electric Co. (TU Electric). 91/09/04. Document Control
Branch (Document Control Desk). 1p. 59087:174-59087:174.

9109110036 Responds to NRC 910808 Itr re violations noted in Insp Repts 50-445/91-
11 & 50-446/91 -11.Corrective actions:corrective action document initiated to address
lack of procedural qualification & user training of delta ferrite meter.
CAHILL.WJ. Texas Utilities Electric Co. (TU Electric). 91/09/06. Document Control
Branch (Document Control Desk). 3pp. 59084:327-59084:329.

9109130210 Notification of significant licensee meeting on 910923 in Region IV ofc to
present results of internal integrated & const assessment team insps.
BEACH.A.B. Region 4 (Post 820201). 91/09/06. Region 4  (Post 820201). 3pp.
59113:161-59113:163.

9109160110 Forwards Insp Repts 50-445/91-38 & 50*446/91-38 on 910717-0827 &
notice of violation.

BEACH.A.B. Region 4 (Post 820201). 91/09/06. CAHILL.WJ. Texas Utilities Electric
Co. (TU Electric). 3pp. 59114:240-59114:259.

-9109160113   Notice   of  violation   from   insp   on   910717-0827.Violation   notedon
910812,low-load-alarm setpoint not adjusted to proper value per ref procedures during
removal of reactor vessel head.
* Region 4 (Post 820201). 91/09/06. 2pp. 59114:243-59114:244.

-9109160115 Insp Repts 50-445/91-38 & 50-446/91-38 on 910717-0827. Violations
noted  for  Unit  2.Major  areas   inspected:Unit  2  const   activities.util   action   on
lOCFR50.55(e) deficiencies, TMI action items & reactor vessel & internals.
CHAMBERLAIN.D. Region 4 (Post 820201). 91/09/05. 15pp. 59114:245-59114:259.

9109240033 Ack receipt of 910828 Itr in response to NRC 910729 NOV re insp repts
50-445/91-29 & 50-446/91-29.

BEACH.A.B. Region 4 (Post 820201). 91/09/13. CAHILL.WJ. Texas Utilities Electric
Co. (TU Electric). 3pp. 59172:096-59172:101.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109240204 Forwards insp repts 50-445/91-44 & 50-446/91-44 on 910826-29-No viola-
tions or deviations noted.

BEACH.A.B. Region 4 (Post 820201). 91/09/20. CAHILL.W.J, Texas Utilities Electric
Co. (TU Electric). 3pp. 59183:080-59183:086.

-9109240207 Insp repts 50-445/91-44 & 50-446/91-44 on 910826-29.No violations
noted.Major areas inspected:licensee implementation of unit 2 preoperational test pro-
gram.
SEIDLE.W.C. Region 4 (Post 820201). 91/09/13. 4pp. 59183:083-59183:086.

9109300005 Forwards insp repts 50-445/91-40 & 50-446/91-40 on 910819- 22,Violation
noted but not cited.

BEACH.A.B. Region 4 (Post 820201). 91/09/24. CAHILL.WJ. Texas Utilities Electric
Co. (TU Electric). 3pp. 59224:055-59224:061.9109180190 Forwards response to NRC 910812 request for addl info re first 10-yr inter-
